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LIST OF ARTICLES ON SEWAGE PURIFICATION

PUBLISHED  BETWEEN JUNE,  1905,

AND OCTOBER,  1907

Note.    Compiled from "List of Recent Engineering Articles of Interest" in Monthly
Proceedings, Am. Soc. C. E.

In the Engineering Record.
Concerning Sewage Disposal, from the Standpoint of Pollution of Oysters
and Other Shellfish, and Especially with Reference to their Transmission
of Typhoid Fever. George W. Fuller. Abstract. August 12, 1905.
The Significance of Analyses of Effluents from Sewage Works. August 5,
1905.
Sewage Disposal in Ohio, Wisconsin and Illinois.    September 2, 1905.
Sewage Purification at the Eastern Indiana Hospital for the Insane*
October 28, 1905.
The Tankage of Sewage. F. Wallis Stoddart. (Paper read before the
Royal Institute of Public Health.) Nov. 18, 1905.
Sewage Disposal at Berlin, Ontario.    December 23, 1905.
The Sewage Purification Works at Columbus, Ohio. Julian Griggs.
December 30, 1905.
Present Practice in Sewage Disposal.   January 27, 1906.
Sewage Disposal at Downer;s Grove, 111. W. S. Shields. (Paper read
before the Illinois Society of Engineers and Surveyors.) February 3,
1906.
Some British Sewage-Disposal Apparatus.   February 10, 1906.
Sewage Purification and Refuse Incineration Plant, Marion, Ohio.
George H. Pierson. March 17, 1906.
The Sewerage System of Centerville, Iowa.   March 24, 1906.
Notes on Sprinkling Filters for Sewage Treatment: A Resume* of Ameri-
can and Foreign Experience. George W. Fuller. June 23, 1906.
Experimental Methods as Applied to Water and Sewage Works for
Large Communities. George W. Fuller. July 21, 1906.
A New Form of Primary Contact Bed.   Aug. 11, 1906.
The Disposal of the Sewage of Paterson, N. J. Allen Hazen. Serial
beginning August 11, 1906.